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RUg^  _ T _0F  BAKggELL 

Report  of  the  Medical  Officer  of  Health „ K.  G-.  Y/atson.  ii.B»  . Ch.B. 

- 1965  - 


To:  - 


The  Chairman  and  Members  of  the  Bakewell  Rural  District  Council 
Mr,  Chainiian,  Madam  and  Centlemen, 

I present,  as  under,  my  Annual  Report  as  Medical  Officer  of  Health  on  the 
sanitary  circumstances  and  vital  statistics  affecting  the  Rural  District  of 
Bakewell  for  the  year  I965. 

STATISTICS  AIffi__SOCIAL  _ CONDITIONS  OF  THE  AREA 


Area 

Population  - Estimated  by  the  Registrar  &eneral( Mid-Year  1 965) 

Population  Census  1 961  

Population  - Census  1931  ..  ,,  

Population  - Census  1921  

Rateable  Value  - April  19^5  

Product  of  Penny  Rate  (ascertained)  year  ending  March,  1 966 

EXTRACTS  PROM  VITAL  STATISTICS  FOR  THE  YEAR 

MRTI^ 

Live  Births 


Legitimate 

Illegitimate 


85,643  acres 

18,730 
185608 
19,282 
19,337 
£514,242 

£2,1  97:1  9:llld 


Total 

Male 

Female 

282 

144 

138 

7 

3 

4 

289 

147 

142 

1 ,000  of  the  Estimated  Population  - _1_3 «_43 
Birth  Rate  (comparable)  per  1,000  of  the  Estimated  Population  -^1 6,82 


Still  Births 

Total 

Hale 

Female 

Legitimate 

2 

2 

Illegitimate 

- 

2 

2 

- 

Still  Birth  Rate  per 

1 ,000  Total 

_Live  aiid  Still  Births 

- 6,87 

Total 

Male 

Female 

Total  Live  and  Still 

Births 

291 

149 

142 

1 


IITFANT  MORTALITY 


Deaths  of  Infants  under  1 year 

Legitimate  

Illegitimate  


Ij^ajit_  Mortality  Rate 

All  Infants  per  1 ,000  Live  Births  27.68 

Legitimate  Infant  Deaths  per  1,000  Legitimate  Live  Births  ..  ..  24.82 

Illegitimate  Infant  Deaths  per  1,000  Illegitimate  Live  Births  ..  142.83 


Deaths  of  Infants  under  4 weeks  of  age:- 

Legitimate  . . . . . 

Illegitimate  

Total 

6 

Male 

4 

Female 

2 

6 

4 

2 

Deaths  of  Infants  under  1 week  of  age:- 

Legitimate  

Illegitimate  

Total 

. ..  5 

Male 

3 

Female 

2 

5 

3 

2 

Neo-Natal  Mortality  Rate  per  1 ,000  Live  Births 20. 

Early  Neo-Natal  Mortality  Rate  per  1 ,000  Live  Births 20. 


Perinatal  Mortality  Rate  per  1 ,000  Live  Births  and  Still  Births..  ..  17*1 8 

Maternal  Deaths  (including  abortion)  

DEATHS  Total  Male  Female 

249  1 20  129 


Total  Male  Female 

7 4 3 

1 1 

8 5 5 


Death  Rate  per  1 ,000  of  the  Estimated  Population  -_1  3. 

Death  Rate  (comparabla)  per  1,000  of  the  Estimated  Population  - 12,13 
Births.  Deaths  and  Infant  Mortality  for  Six  Years 


Year 

i960 

Birth  Rate 

13.40 

Death  Rate  (all  causes) 

12.35 

Deaths  under  1 year 

4.0 

(all  causes  per  1 ,000 

live  births) 

1961 

1962 

1963 

1964 

1965 

14.69 

15.63 

15.98 

13.59 

15.43 

1 2.68 

13.43 

12.64 

12.89 

13.35 

_ 

34.46 

10.10 

25.54 

27.68 

2 


TABLE  SHOWn^&  CERTAIN  VITAL  STATISTICS  AS  COllPARED  WITH 


OTHER  A-REAS 

IN  EITGLAriD 

AND  V/ALES 

England 

and 

''Hales 

London 

Bakev/ell 

Rural 

District 

Live  Birth  Rate 
(per  1,000  population) 

18.0 

19.6 

l6.82 

Death  Rate 

(per  1 ,000  population) 

11.5 

11.7 

12.15  * 

Infant  Mortality  (deaths 
under  1 year  per  1 ,000 
live  births) 

19.0 

23.4 

27.68 

* Comparable  figures 

Again  there  is  no  significant  change  in  the  above  figures  except  for  a 
rise  in  the  Birth  Rate  and  in  the  Infant  Mortality  Rate. 

There  were  seven  such  deaths  and  it  is  possible  that  one  might  have  been 
prevented.  All  these  children  were  born  in  hospitals  outside  the  District. 


DHTECTIOUS  DISEASES 

CASES  NOTIFIED  DURING  THE  YEAR  1965 


Tub  erculo  si s : - 

Pulmonary  . . , . 

Other  Forms  . . 

Smallpox  

Scarlet  Fever 

Diphtheria  

Enteric  Fever; - 
Typhoid 
Para-Typhoid 

Puerperal  Pyrexia  . . 

Meningococcal  Meningitis 

Erysipelas  

Ophthalmia  Neonatorum  , . 

Acute  Encephalitis: - 
Infective  . . 
Post-infective 

Acute  Poliomyelitis; - 
Paralytic  , . 
Non-Paralytic 

Pneumonia  , , 


Notified  No.  of  cases 

r^emqyed  to  hospital 


21 


4 • • . 


3 
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DIPECTIQUS  DISEASES  continued 


Notified 

Measles  . . . . . . 1 66  . . 

\7hooping  C ough . . 7 • • 

Other  Diseases: - 

Food  Poisoning 1 . , 

Dysentery  . . , . - . . 

Undulant  Fever ..  ..  1 


TABLE  SKOV/E^O  THE  ABOVE  CASES  OF  NOTIFIiiBLE  DISEASES  AT  VARYrNO  APES 


Disease  0-1 

'during'" 
1-2  2- 

3- 

YEAR 

^1-- 

196'y 

3-  10- 

20-  33-  43-  60- 

Total 

Tuberculosis 

- 

- 

- 

- 

- 

- - 2 - 

2 

Scarlet  Fever 

1 

- 

- 

- 

12  8 

- - - - 

21 

Erysipelas 

- - - 2 

2 

Pneumonia 

- 

- 

- 

- 

1 

1 2 

4 

Measles  6 

17 

22 

20 

20 

68  11 

2 - - - 

166 

T/Thooping  Cough  1 

1 

1 

- 

- 

3 1 

- - - - 

7 

Food  Poisoning  - 

- 

- 

- 

- 

- 

1 

Undulant  Fever 

- - - 1 

1 

No,  of  cases 
r emo V e d t o_  _ho  ^i  t al 


SNv'IA&E  _ WORKS 


SKVAGE  AND  SE';/AG-E  DISPOS/Ji 


No.  of  houses  connected  to  sewers 


No.  of  Estimated 

Houses  Population 
involved 

3331  14716 


No.  of  houses  not  connected  to  sewers 


1446  4014 


No.  of  connections  made  during  year;- 


(a) 

existing  houses 

6 

(t) 

new  houses 

32 

(c) 

other  premises 

1 

No.  of  conversions  of  other  closets  to  V/.C.'s  114 


509  other  type  of  closet  have  been  converted  to  water  closets  in  the  past  4 years. 

Final  details  of  the  comprehensive  sewerage  scheme  proposed  to  cater  for 
twelve  parishes  in  the  southern  area  of  the  District  7/ere  completed  in  April 
1965  and  the  whole  scheme  Y;as  submitted  to  the  Ministry  of  Housing  and  Local 
Government  for  approval.  No  decision  had  been  given  at  the  end  of  the  year. 
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SE\^iiG-E  WORKS  continued» . * . . 


Just  over  430  yards  of  old  stone  drainage  ¥/as  relaid  in  Litton  and  a 
short  sewer  extension  carried  out  at  daggers  Lane,  Hathersage,  during  the 
year.  Apart  from  this,  there  were  no  other  major  works,  and  much  remains 
to  be  done  in  the  District  before  the  sev/erage  arrangements  are  adequate. 

Four  of  the  existing  thirteen  sewage  disposal  works  will  be  abolished 
if  the  new  southern  area  scheme  comes  to  fruition,  but  all  the  remaining 
nine  works  require  alteration  and  improvements,  in  some  cases  quite  extensive, 
before  a satisfactory  final  effluent  can  be  produced  v/hich  meets  the  Royal 
Commission  Standard  for  Sewage  Effluents  imposed  by  the  Trent  River  Authority. 


Housing 

The  number  of  houses  built  by  the  Council  during  the  year  was  15>  a 
decrease  of  2,  situated  as  under: - 


Eyam  1 2 

great  Longstone  3 


There  was  also  a decrease  in  private  building,  39  as  against  67  in  1964c 
The  number  and  situations  are:- 


B a slow  6 
Birchover  1 
Bradv/ell  3 
Calver  7 
Edensor  1 
Eyam  1 
Froggatt  2 
Over  Haddon  2 


Hathersage  3 
great  Hucklow  1 
Middleton  1 
Nether  Padley  2 
Outseats  5 
Rowslcy  1 
T adding ton  1 
Yifinster  1 
Youlgreave  1 


Use  of  the  Improvement  Urant  scheme  continues  v/ith  a total  small  increase 
on  last  year  - 32  discretionary  and  77  standard  grants  were  approved. 

The  number  of  applications  approved  since  the  start  of  the  scheme  now  stands 
at  826,  and  699  grants  have  been  paid  on  completion  of  work,  amounting  to 

£1  29,334. 


CAEA\^_SITSS 

The  number  of  sites  licensed  is  40,  the  number  of  caravans  being  352» 


lATER  _S_UI^Id:BS 

I am  indebted  to  the  Engineer  and  Manager  of  the  North  Derbyshire  Y/ater 
Board  for  the  following  report  on  the  water  supply  to  the  District. 


Parishes : - Supplied  ^ . f r ^ 


Abney  and  Abney  Orange 

No.  HpP:S_e_^ 

12 

Pqpulatioi 

48 

Ald’.vark 

12 

62 

Ashford-in-the-Water 

210 

709 

B a slow  and  Bubnell 

238 

1 ,007 

Beeley 

70 

217 

Birchover 

108 

297 

Blackwell 

8 

25 

Bradwell 

475 

1,368 

Brushfield 

4 

19 

Calver 

161 

hh-2 

5 
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WATER  SUPPLIES 


continued 


I^ar_ishe  s;  - 

Sup 

plied  jRroja  Jjaii^s 

No,  of 

Jiojis_^s  Pppuj-atic 

Chatsworth 

12 

33 

Chelmorton 

110 

312 

Curbar 

136 

443 

Edensor 

60 

166 

Elton 

137 

M4 

Eyam 

342 

987 

Eyam  Woodlands 

166 

430 

Flagg 

56 

197 

Foolow 

h-2 

108 

Froggatt 

66 

1 68 

Uratton 

5 

20 

Ureat  Hucklov/ 

44 

131 

Great  Long stone 

216 

589 

Grind! ow 

14 

36 

Harthill 

18 

47 

Hartington  Middle  Quarter 

132 

452 

Hassop 

40 

125 

Hathersage 

515 

1,522 

Hazlebadge 

12 

44 

Highlow 

8 

30 

Ivonbrook  Grange 

5 

25 

Little  Hucklow 

40 

96 

Little  Longstone 

37 

127 

Litton 

220 

590 

MiddJ.eton  and  Smerrill 

55 

151 

Monya,sh 

102 

300 

Nether  H addon 

7 

24 

Nether  Padley 

58 

201 

Off erton 

3 

10 

Outseats 

127 

381 

Over  Haddon 

62 

193 

Pilsley 

60 

170 

Rowland 

14 

45 

RoYvsley 

64 

225 

Sheldon 

30 

96 

Stanton 

131 

387 

StolcG 

20 

54 

Stoney  Middleton 

183 

531 

T aldington 

154 

472 

Tide swell 

629 

1,829 

W ardloYv 

27 

80 

Y/he  ston 

10 

37 

Y/inster 

230 

669 

Youlgreave 

455 

1 ,442 

The  supplying  authority  to  the  area  is  the  North  Derbyshire  1/Yater  Board. 

a.l)  The  sup^-ly  to  the  area  is  a bulk  supply  frora  the  Derwent  Valley  Water 
Board,  augmented  b^''  nine  of  the  Board's  smaller  installations. 

The  bacteriologioal  quality  of  the  Derwent  Valley  Y/ater  has  been 
satisfactory. 
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HATER  SUPPLIES.. 


continued. 


The  spring  sources  have  been  of  lower  reliability  so  far  as 
bacteriological  quality  is  concerned  and  efforts  to  their  gradual 
elimination  continued. 


a, 2)  The  quantity  proved  adequate,  no  restrictions  being  imposed. 


b)  Chemical  and  bacteriological  analyses  are  carried  out  in  the  Board’ s 
Laboratories,  raw,  treated  and  distributed  samples  being  examined 
throughout  the  district  at  least  monthl^^. 

The  number  of  examinations  carried  out  in  1965»  were:- 

Bacteriological  672 

Chemical  84 

In  view  of  the  number  of  sources  involved,  chemical  results  vary  with 
location  approximate  limits  being, 

pH  6.6  - 9*6 

Alh.  5 - - 

Fluoride  0.1  - - - 

c)  There  v/as  no  evidence  of  plumbo  solvent  action  in  treated  waters. 

d)  Before  being  brought  into  service  all  new  mains  vjerc  sterilised  and 
samples  taken  to  ensure  satisfactory  bacteriological  and  physical 
results. 

No  action  was  necessary  in  respect  of  any  other  form  of  post  treatment 
contamination. 

Monthly  reports  of  current  bacteriological  and  physical  results  were 
forwarded  to  Medical  Officers  of  Health. 
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FACTORIES  ACTS 


Ds^SPEC_TI_QN^_  0^  FACTORIES  - 1965 


Premises 


1 . Factories  in  vfhich  sections 

1,2,3A»  ^ 3,re  enforced 

by  the  Local  Authority. 

2.  Factories  not  included  in  (l) 
in  which  section  7 is  erd’orced 
by  the  Local  Authority. 

3.  Other  premises  in  which  section 
7 is  enforced  by  the  Local 
Authority. 


Number  of  : - 


N_q.  on  Inspections 
Re^:ister 


Writ^^en 

Notices 


3 2 1 


67  4 2 


TOTALS  70  6 3 


There  were  no  prosecutions 


CASES  IN  WHICH  DEFECTS  Y/ERE  FOUND 


I^qund  Remedied  Referred  : - 


T/ant 

of  Cleanliness 

(S.1) 

1 

Overcrowding 

(S.2) 

- 

Unre; 

asonable  temperature 

(S.3) 

- 

Inadequate  ventilation 

(S.4) 

- 

Ineffective  drainage  of  floors 

(S.6) 

- 

Sanitary  Conveniences 

(S.7) 

a. 

Insufficient 

- 

b. 

Unsuitable  or  defective 

2 

c. 

Not  separate  for  sexes 

— 

To  H.  M.  By  H.  M. 
Inspector  Inspector 


2 


Other  offences  against  the  Act 
(not  including  offences  r electing 
to  outworkers) 


TOTALS 


3 


3 


OFFICES, 


SHOPS  & RAILWAY 


EREIdlSSS 


Class  of  Premises 

No.  of 

registered 

premises. 

No.  of 

persons 

employed. 

No.  of  registered  premises 
receiving  a general 
inspection  during  the  year. 

Offices 

19 

77 

14 

Retail  Shops 

54 

140 

40 

Wholesale  Shops 
and  warehouses 

2 

4 

2 

Catering  Establishments  open 
to  the  public,  canteens 

23 

237 

9 

Fuel  Storage  depots 

- 

- 

- 

TOTALS 

98 

••^‘458 

65 

* 177  Males 

281  Females 

FOOD 

FOOD  HYGIEIB  (OEriERkL)  REGULi^TIONS . 1960 

(l)  TOTivL  HUllBER  OF  PREMISES  ±0^ 


SO 

..  42 

. . 6 

2 

..  168 
11 

• . 6 

315 

(2)  The  number  of  premises  fitted  to  comply  with  Regulation  l6  - 


(hand-washing  facilities)  266 

(3)  The  number  of  premises  to  v/hich  Regulation  19  applies  - 

(sirJc  facilities)  ..  ..  300 

(4)  The  number  of  premises  fitted  to  comply  with  Regulation  19  ~ ••  ••  287 


Regular  inspections  of  the  above  premises  continued  during  the  year, 
slightly  over  50^^  receiving  an  inspection  (excluding  any  re-inspections  found 
necessary).  Forty  occupiers  of  premises  were  required  to  carry  out  works  in 
order  to  comply  v/ith  the  provisions  of  the  Food  Hygiene  Regulations. 


Made  up  as  follows 

(a)  Public  Houses  

(b)  Cafes  etc.  (9  also  shops  included  in  (e)) 

(c)  Bakehouses  (3  also  shops,  1 also  Cafe  and  shop) 

(d)  Ice  cream  Factories  

(e)  Food  Shops 

(f)  Boarding  Houses  (l  also  shop)  ,,  ..  .. 

(g)  Others  
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Inspections  of  Meat  Slaughtered  in 

the  licenced  slaughterhouses 

during  the  year  1 963 

Cattle 

Sheep 

Pigs  Calves 

Number  Inspected 

157 

523 

- 

Diseases  other  than  T.B. 
Whole  carcases  condemned 
Pcirt  or  organ  condemned 
% of  No,  inspected  condemned 

12 

7.6a 

1 

0.19 

- 

Whole  carcases  condemned 

- 

- 

- 

Part  or  organ  condemned 

- 

- 

- 

/o  of  No.  inspected  infected 

- 

- 

No  cases  of  cysticercus  bovis  were  found  during  the  year. 


The  Annual  Report  of  the  Public  Health  Inspector  is  appended. 

I remain, 

Mr.  Chairman,  Madam  and  G-entlemen, 
Your  obedient  servant, 

HUCH.  c.  Watson. 

Medical  Officer  of  Health. 


j^^h_Augu  s t^  1 966. 
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AmUAL  REPORT  OF  THE  PUBLIC  HEALTH  INSPECTOR  FOR  THE  YBAR  1965 

BAiar//ELL  RURAL  DI^STRICT 

Estimated  Population  - 1 8,730  Estimated  number  of  Houses  - 6,777 

GEHERi^Ji  SiUITiJlY  ADMIIIISTRi.TION 

Ho.  on  Register  Inspections 
at  end  of  1965  Made 


Bakehouses  

6 

• • 

• 9 

6 

Dairies  

2 

• • 

• • 

3 

Factories  and  'Workplaces  

67 

• • 

• « 

6 

Ice  Cream  Premises:  a)  Manufacturers  ,.  .. 

2 

• « 

• • 

4 

b)  Dealers 

113 

• • 

62 

Moveable  Dv/ellings:  a)  Sites  ,.  ..  ,. 

b)  No. of  dwellings  on  sites 

40) 

352) 

• • 

• • 

69 

Outworkers 

2 

• • 

• • 

- 

Preserved  Food  Manufacturers  

25 

• • 

• • 

21 

Offices,  Shops  & Railway  Premises  ..  .. 

98 

• • 

• • 

65 

Private  Slaughterhouses  

2 

• • 

• • 

134 

Knackers  Yards  

2 

• • 

• • 

14 

SMPLING  Results 

No,  Taken  Sat.  Unsat. 
Milk  47 


Ice  Cream  2 2 

Water:  a)  Mains  - - 

b)  Other  Sources 1 1 


c)  Svidmming  Baths 


♦*  All  these  samples  v;ere  of  raw  milk  investigated  in  connection  vd.th  a 
case  of  Brucella  Abortus.  Samples  being  from  one  milk  herd  from  which  a 
bulk  sample  had  proved  positive.  Group  and  individual  samples  v/ere  taken 
and  eventually  the  cov;s  affected  were  isolated  and  subsequently  eliminated 
from  the  milk  herd.  Milk  suspected  to  be  affected  was  despatched  for  heat 
treatment  in  the  interim  period. 


- 11 


V ,1  V 


r "T 


Ijl 

l-'i 


•xr‘. 


i-**"  ■ 


■ h 


'(.u;  T..'.>/« 


% 


...^  V , r 


..  • .'itcMicat' 


f .1  L H . , 'u>,  S'A- 


•:  •.  a =<3  ( ) 


r.  J 


.')  ,*.  i 


>C  V 


r.-  '..:'V 


:ia 


,N 


» I 


ji  age 


'S‘iyO 


■i,.;;'ir-  J -•  'T^ ’'.‘ 


rJf 


m 


« • # % 


•iv 

, .1 

J*.  t^v*- 


»V; 


**:b 


.■  .,• ' t.-j*!  oij.  f .' 


..t  \>I  . ‘ i-Jf 

lli  ■ • "■ 

*;:  /ar  ■ 


;'ni 


■i'i  (! 

^ 'l  i 


, 4 u> 


. 'Y 


. Aft  Sf  1’  r ^ - 


■1 

-•  V 


'•< 

! ‘ 


"fA 


REPORT  OE  THE  PUBLIC  HEALTH  INSPECTOR  continusd 


SEvVACE  AI^ID  SEYAGE  DISPOSAL  Bstimatod 

Population  Involved 

No,  of  houses  in  District  connected  to  sewers  - 533'!  14, 71 6 

Ho.  of  houses  in  District  not  connected  to  sev/ers  - 1446  4,014 

No,  of  connections  made  during  the  year:- 


a)  existing  houses  - 6 
h)  new  houses  - 52 
c)  other  premises  - 1 

No,  of  conversions  of  other  closets  to  W.C.'s  - 114 


HOUSING 

New  houses  erected  during  the  year  by;- 


a)  Local  Authority  . . , , . . 15 

b)  Private  Enterprise  39 

No,  of  dwellings  inspected  for  housing  defects  under  the  Public  Health 
or  Housing  Acts  . . 32 

No,  of  dwelling  houses  found  not  to  be  in  all  respects  fit  for  human 
habitation  20 

No.  of  dv/elling  houses  found  to  be  in  a state  so  dangerous  or  injurious 
to  health  as  to  be  unfit  for  human  habitation  ..  13 

No,  of  dwelling  houses  rendered  fit  in  consequence  of  action  (formal  or 
infomal)  by  the  Local  Authority  . , . . 8 

No,  of  dwelling  houses  in  respect  of  which  Demolition  Orders  v;ere  mado  2 


No.  of  dwelling  houses  in  respect  of  v/hich  Clearance  Orders  were  m.ade 

No.  of  dwelling  houses  demolished  in  pursuance  of  Demolition  Orders  or 
Clearance  Orders  1 

No,  of  dv/elling  houses  in  respect  of  which  undertakings  v/ere  accepted  4 

No.  of  premises  in  respect  of  which  Closing  Orders  were  made  ....  4 

No,  of  dwelling  houses  in  respect  of  vAich  applications  for  Discretionary 


Improvement  Grant  have  been  made  during  the  year 32 

No.  of  d’Kvelling  houses  in  respect  of  which  application  for  Standard 
Improvement  Grant  have  been  made  during  the  year  . . . . . . . . . . 77 

No.  of  houses  in  respect  of  which  Improvement  Grants  were  approved  by 

the  Local  Authority  109 

No.  of  houses  in  respect  of  v/hich  Improvement  Grant  applications 

were  refused 1 


No.  of  dwelling  houses  'Improved'  ^vith  grant  aid  during  the  year;- 

a)  Discretionary  - 29  dwellings  - (Total  grant  payraents  amounting  to  £9,767) 

b)  Standard  - 77  dv/ellings  - (Total  grant  paynients  amounting  to  £9,558) 


l8th  August.  1966 


Signed:  ?.  W.  VfflLSBY 

Chief  Public  Health  Inspector 
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